To: Grantham, Nancy[Grantham. Nancy@epa.gov]; Guria, Peter[Guria. Peter@epa.gov]; 

Ostrander, David[Ostrander. David@epa.gov] 

From: Ruhl, Christopher 

Sent: Mon 9/7/20 15 11:28:16 PM 

Subject: Gold King article 

https://arizonadailyindependent.com/2015/08/18/anatomy-of-the-gold-king-mine-spill-was-it- 

caused-by-an-ice-plug/ 


Chris Ruhl 

USEPA R6 Oil Team Leader 
Federal On Scene Coordinator 
(214) 665-7356 office 
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